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Octroolbureau Arnold & Sledsma, 
Postbus 18558* 

NL-2502 EN Den Haag, 

Holland 
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Dear Sirs, 


4 


Reddle Sc Grose 
16TfeeobaldsSoad 

London WC1X otL 

11th April 1988 

Our ref: PAS/CS/23844 
Your ref: B Br/ar/7 


Dutch Patent Application No, 8102299 
Philip Morris Inc, - Our file; 23844 

Thank you for your letter of 28th March. 

In view of the fact that prosecution in other countries has not 
necessitated significant changes In the claims of tills case we would prefer 
to await the Dutch Examiner's views before submitting amendments and argument. 
It seems very likely that at least the form of the claims will require 
amendment and a reduction In the number of claims will be called for but we 
would like to see which documents the Examiner relies upon before undertaking 
a full revision. 


Yours faithfully, 


P.A.SMITH 


ro 


Source: https://www.industrydocuments.ucsf.edu/docs/nrkj6000 
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